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Lltostroj, a foundry and factory producing hydraulic onglnoi of ttvlargoot emd 
moet modern typo Yugoslavia, it located near I jubljona, »*»| stated operation ! 
on 51 Aug 47. The factory iu contained in a 100~hoot«iro area; it# Ivariouo 
shops or® oousjooted by narro?/ and; wide gauge traotea and clootrio oars. Heavy 
oranaa for jlifting iron oro have been erected on tho roofs of all the shops/ 

Thooo ersuejs are of reinforced conoret® in the shapo of a gallows ond are etmab’e 
of lifting 70 T„ ;j ’ i ■■■' 


In addition! to its othor produots Litoatroj la producing largo turbinoe for 'hydros 
elootrio controls. It is believed that under normal olrcurautanoss, in tho absence 
of industrial sabotage, it oould supply tho total Yugoslav hoods for theao machines., 


5. She old rolling mill in Zenioa has also boon expanded and modernised, In 154? ita 
main funotion was (a) to roll unfinished hraoice, (b) to roll lino (o) to roil sheet 


_ - . I • ’ ’ W ,, V ~ / W a . **•**'■' AVf l#w VW.U l 

.oollophwio >• for a tiroo ito moot Important taofc, and (d) to roll fin® bearings* 
Ivo»Lola Rlbftr fftotory 


A moat Important ovont in tho Tugoalnv motal induatry ma construction of tho 
hola Ribar s^ohln® and tooln i'aotdry in Zelosnik (ifcigrado district}, which vaa 
bo^un in April 194? « Although not antiroly oomplotod* this factory ^naa opened on 
.1 J&n 48 o ! i 1 ) 


Tho factory j contains raachino tools* foundry, form canting roans, convortors, and tan 
olootric transformer station, &© veil m an induotrial aohool* oafotoria, admini- 
otrativ® building, ropair chop and first aid station# In til® vicinity han been 
cenfltruotod | ft worlcors* community whioh doeon’t moot oven the baoic naode of tho . 
woncora. In tho original plan 42 workers ' buildings woro wwlcaged but only 27 he.vs 

boon ooRstnaotod coad thoy ar© not coinpistoly finisbedo 
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0* Construction of the factory requi £00 thousand working days, during which 
26jkectaroo wore lereled and a aerlee of bulldingo raised, Material# used 
wo^o 24 thousand cubio Motors of Qoncrete, 180 thousand square matoro of 
wooden molds and 336 thousand kilograms of reinforcing reds, Twonty^five 
youth brigades and. 14 thousand men and woman took part in the' construction,. 

There was a noticeable leek of akiiled labor,, The workers wore puohod 18 houro 
a day# were not fed enough, and worked under miserable hygionio conditions, 

Ae a renult, lQ«6Jt of the youth contreotod tuberculosis* 

7o filootrio current for Ivo-Lola Riber le furnished from the flela Toda oleotric 
central on the outskirts of Belgrade, 

Hade Konoex, ^qotory 

8o The Rede Konoar factory in Zagreb has been expanded and put in running order 
another ouocesfl for 1947. The first induction furnace for making high 
quality alloyo was installed during 1 947 * The lack of graphite container© 
has been a serious bottleneck,, but since induction furnaces have been installed 
the problem haa been almost solved in the various foimdaries, oven if all tho 
needs are not fulfilled* 

9» The new furnace is the work of Milan Novel:* Its mechanical parts aro produced at 
the Impol feotory In Slovenaka District*, electrical parts at Rado Konoar,, and 
the frame at a foundry jin Marlbor. Comparison of the induction furnace with the 
Siemens type ueed heretofore shown tho following: 

(a) An annual saving of about throe million dinars, 

(b) Die Induction furnace fUe©B alloys with 72# copper* the Siemens typo fucaia 
alloys with only 62# ooppor,. 

(o) The induction furnace producoe temperatures about 3Q# higher than the 
Siemens, 

(d) The new furnace's production ie about 27# higher than that of the Siemens,- 

\o) Heat loss In the induction furnace la .5#* compared with throe to five per 
cent in the Siemens furnace. 

10 r Furnaces for the fusing of aluminum and manganese alloys and hard steel aro 
projected* 

J&ltnfok Factory 

11* Construction of a factory for hydraulic and oteam boilers was started in 
Zitnjak. near Zagreb, but was not completed in 1947. 
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